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Message Text 


UNCLASSIFIED 

PAGE 01 JAKART 09015 240838Z 

10 

ACTION EB-07 

INFO OCT-OI EA-10 ISO-00 (ISO)W 

048650 

R 24065 8Z JUL 75 
FM AMEMBASSY JAKARTA 
TO SECSTATE WASHDC 9380 
USDOC WASHDC 
INFO AMEMBASSY SINGAPORE 

UNCLAS JAKARTA 9015 

E.O. 1 1652: N/A 
TAGS: BEXP, ID, SN 

SUBJ: ENERGY AND FLUID TRANSFER SYSTEMS EXHIBITION - 
JAKARTA, APRIL 1976 

REP: (A) STATE 152554 

(B) SINGAPORE 3025 

(C) JAKARTA 8408 

(D) SINGAPORE 3127 

1. RE PROPOSED ENERGY AND FLUID TRANSFER SYSTEMS EXHIBIT 
JAKARTA, HOTEL INDONESIA RECONFIRMED FLOOR LOAD CAPACITY 
AS GIVEN REP (C). AUSTRALIANS CANNOT RECALL WEIGHT OF 
DISPLAYED EQUIPMENT; THEY DISPLAYED HEAVIER EQUIPMENT OUTSIDE 
IN OPEN AIR. 

2. EXCELLENT ALTERNATIVE OFPERED BY NEW JAKARTA HILTON 
HOTEL, TO BE OPFICIALLY OPENED END JANUARY, 1976. HILTON 
BALLROOM OFFERS GROUND FLOOR 772 SQUARE METER SPACE PLUS 
TWO ANTEROOMS (120 AND 201 SQUARE METERS) AND FIVE 
ADJACENT SMALLER ROOMS TOTALING 150 SQUARE METERS. HILTON 
FLOOR LOADBEARING CAPACITY ONE HUNDRED LBS PER SQUARE FOOT. 

3. AVAILABILITY OF ALL DATES IN APRIL AND MAY CONFIRMED 
BY BOTH HILTON AND HOTEL INDONESIA. 
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4. EMBASSY FORWARDING TO OIM AND USRTC COPY OF LETTER FROM 
HILTON OUTLINING IN GREATER DETAIL THEIR FACILITIES. 

EMBASSY RELIEVES ONLY DISADVANTAGE OF HILTON COMPARED TO 
HOTEL INDONESIA IS SLIGHTLY MORE REMOTE DISTANCE FROM 
MAIN BUSINESS DISTRICT. HILTON LOCATED ON MAIN THOROUGHFARE 
HALF WAY TO SUBURBAN KEBAYORAN NEIGHBORHOOD. THIS LOCATION 
IS TO BECOME A MAJOR COMMERCIAL AREA IN NEAR FUTURE AND IS 
BOTH HIGHLY ACCESSABLE AND COMPLETELY FAMILIAR TO JAKARTA 
BUSINESS COMMUNITY (BOTH EXPATRIOT AND INDONESIAN), MOST 

OF WHOM MUST PASS IT ON WAY HOME TO KEBAYORAN EACH NIGHT. 
EMBASSY THEREFORE HAS NO HESITATION RECOMMENDING HILTON 
IN PLACE OF HOTEL INDONESIA, IF USDOC CONSIDER LOAD FACTOR 
IMPORTANT OR FACT THAT HILTON IS NEWER, PROBABLY MORE 
LUXURIOUS AND DEFINITELY AMERICAN HOTEL. 

5. WE AWAIT USDOC INSTRUCTIONS BEFORE ATTEMPTING OBTAIN 
OPTION OR OTHERWISE BLOCK DATES WITH EITHER HOTEL. 

NEWSOM 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 JUL 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975JAKART09015 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750255-0378 
From: JAKARTA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750726/aaaaaxgh.tel 

Line Count: 79 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 152554 
Review Action: RELEASED, APPROVED 
Review Authority: CollinPO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 0 MAR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <10 MAR 2003 by ThomasVJ>; APPROVED <19 MAR 2004 by CollinP0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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